South American Valve is premium Duplex globe valve Suppliers in Dubai. A 
duplex globe valve is an advanced control valve that integrates two globe valve 
mechanisms within a single body, allowing for precise regulation of fluid flow 
in a piping system. This dual-valve design offers enhanced control and 
reliability by enabling one valve to be isolated for maintenance or repair while 
the other remains operational, ensuring continuous system functionality. 
Commonly used in industries such as chemical processing, power generation, 
water treatment, and oil and gas, duplex globe valves are constructed from 
robust materials like stainless steel or carbon steel to withstand harsh 
conditions. Their ability to manage significant pressure drops and provide fine- 
tuned flow regulation makes them essential for applications where precision and 
uninterrupted operation are critical. 


A duplex globe valve features two globe valve mechanisms within a single 
body, providing precise flow regulation and enhanced reliability. Constructed 
from durable materials like stainless steel or carbon steel, it allows one valve to 
be isolated for maintenance while the other remains operational. Each 
mechanism includes a disk, seat, stem, and actuator or handwheel. The design 
minimizes turbulence and pressure drops, ensuring efficient fluid control. This 
redundancy ensures continuous operation in critical applications, making the 
valve ideal for industries such as chemical processing, power generation, and 
water treatment. 


How does it work ? 


A duplex globe valve operates by utilizing two separate globe valve 
mechanisms within a single body to regulate fluid flow. Each mechanism has a 
disk connected to a stem, which is controlled by an actuator or handwheel. 
When the actuator or handwheel is operated, it moves the stem, raising or 
lowering the disk to open or close the valve. This dual design allows for precise 
flow control by adjusting each mechanism independently. If maintenance is 
needed, one valve can be isolated while the other remains operational, ensuring 
continuous system functionality. The valve's internal design minimizes 
turbulence and pressure drops, providing efficient and reliable flow regulation. 


Parts- 


Valve Body 
Bonnet 

Disk (or Plug) 
Seat 

Stem 
Actuator or Handwheel 
Yoke 

Yoke Nut 
Packing 
Gaskets 

Flow Paths 


Advantages- 


South American Valve is the reknowned supplier of Duplex Globe valve 
suppliers in colombai and provides benefits such as- 


Enhanced Flow Control 

Continuous Operation 

Easy Maintenance 

Redundancy and Reliability 
Efficient Pressure Drop Management 
Versatility in Applications 

Robust Construction 

Improved Safety 

Precision Regulation 


Description- 


1. Available Materials: SS2328, SAF 2507(UNS S32750, F53), S32760( F55), 
UNS 832550, F61 

2. Size: 1/8"- 24” 

3. Class: 150 to 2500 

4. Nominal Pressure: PN6 to PN300 

5. Operations: Gear operated, Handwheel operated, lever operated, pneumatic 
actuated, electric actuated 

6. Ends: Butt weld, Flanged, threaded, socket weld 


Visit our Website- https://www.southamericanvalve.com/product- 
category/duplex-globe-valve/ 


